MICROSCOPY.
.By turning1 the polarizer, the li^ht bein^ thrown < tip the tube by the mirror, the field of the mierosce appear alternately li^ht and dark, showing the parti; giiishment of the polarized beam twice during each tion of the polarizer.
When the held is darkest, a piece of mica  of   the thickness inserted between the sta^e and objective
Fit;. 315.
Hlmplt* I'nhtriKttttjn* for the*be ut tltt* i tube, whicii is readily wade bv ^i vvincling it around a cylindrical stu k tit lit the paper lube is fitted a seeuwl tube, ait
